WESLEY MEMORIAL HOSPITAL 
"The Cathedral of Healing " 

250 E. Superior St. Chicago, Illinois 

A new, modem twenty-two story structure 
with 515 beds and 35 transparent bassinets. 
This hospital is built on a plan which pro¬ 
vides a maximum of light and air to all and 
is equipped with the very latest hospital 
facilities. 
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